Rosas, Giovanni (DPH) 

Thursday, March 24, 2011 2:05 PM 
Wade, Yvonne (EHS) 

RE: Diversity Training 

Thanks Yvonne 


From: 

Sent: 

To: 

Subject: 


From: Wade, Yvonne (EHS) 

Sent: Thursday, March 24, 2011 1:48 PM 
To: Rosas, Giovanni (DPH) 

Subject: RE: Diversity Training 

Event Name Diversity Awareness 

Location: Jamaica Plain - DPH - State Laboratory Institute - 305 South Street - DPH - SLI - Auditorium 

Date(s): 06/13/2011-06/13/2011 

Time: 09:00 AM-04:00 PM 

Day(s): Mon 

Instructor(s): 

Smey (EHS), Martha - Boston, MA 
Tremblay (EHS), Roger - Boston, MA 


They are all enrolled. 


(^l/o&rme tyj'ade 

EOHHS Center for Staff Development 
600 Washington Street, 2nd Floor 
Boston, MA 02111 

Phone: 617-348-5751 . Fax 617-348 -5464 

CSD...Creating value through learning 



Please consider the environment before printing this e-mail 


From: Rosas, Giovanni (DPH) 

Sent: Thursday, March 24, 2011 1:14 PM 
To: Wade, Yvonne (EHS) 

Subject: Diversity Training 

Another name is Michael Lawler 

Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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